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‘CONTUR-A-MOLD 


Re Se True Dynamic Balance Therapy 


Dynamic Balance Therapy is a process of physical medicine, utilizing the 
mechanical factors involved in hydraulics to equalize weight bearing pres- 
sures over the plantar aspect of the feet. Reduced to simplest terms, this 
amounts to placing a soft mass inside of the shoes, placing the shoes on the 
feet and walking while the material squeezes about under the feet as it sets. 
CONTUR-A-MOLD, INC. 

2725 Mack Dobbs Road 
Kennesaw, Ga. 30144 


No. 1 Contour Mold Kit—$20.00 
No. 2 Contour Mold Kit—$35.00 


Shipped postpaid on receipt of check or money order. 
Also available through your local podiatry suppliers. 





